Rhode Island Public Transit Authority 
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ROUTE 88 | WOONSOCKET SOUTH 
(NEW ROUTE) 


Woonsocket is a densely developed area that has a significant amount of latent transit demand. The success of 
Route 87 Fairmont/Walnut Hill indicates that there is demand for additional fixed-route service in other areas of 
Woonsocket. Route 88 would be a new route that would expand service coverage in Woonsocket and operate 
between the Super Stop & Shop on Smithfield Road in Smithfield and CVS Headquarters in Woonsocket via 
Woonsocket Depot. 


Proposed Route 88 


= Develop new Route 88 Woonsocket South route that would operate between the Stop & Shop on Smithfield 
Route and CVS off of Mendon Road via Woonsocket Depot. From Stop and Shop, it would operate via 
Smithfield Road, Providence Street, Main Street, Hamlet Avenue, Cumberland Hill Road, Park East Drive and 
Highland Corporate Drive to CVS headquarters. 

= Provide service on weekdays and Saturdays, on weekday every 30 minutes during the day and every 60 
minutes in the evening, and on weekends every 60 minutes. 


Before and After Statistics 


EXISTING PROPOSED 
88 Woonsocket South 
Span of Service 
Weekday No service 5:30 AM — 8:00 PM 
Saturday No service 6:30 AM — 6:30 PM 
Sunday No service No service 
Headways 
Weekday 
AM Peak -- 30 
Midday -- 30 
PM Peak -- 30 
Evening -- 60 
Saturday -- 60 
Sunday 


Related Changes 


= None 
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ROUTE 88 | HIGHLANDS CORPORATE DRIVE MAP 


= No Longer Served 
* 


r? No Change Walnut Hill Woonsocket 
e N . Plaza 
ew Service 


© : n 
0 


7 


. { 88 ) 
me €) | 
x 


_.., 


146 a ++ Rehabilitatic 


‘Hospital of RI 


SMITHFIELD al ee oun 


= 
Nelson\Nygaard Consulting Associates Inc. 
Ripa ss : 


